MONUMENT  RECORD 


State  of  Indiana  -  County  of  Monroe 

Section:  13  Township:  9  North  Range:  2  West  Corner  ID:  Rich  Y-ll 

Monument  Description  &  Remarks:  Found  1"  diameter  Iron  Pipe  marked  w/many  layers  of  pink  and  orange 
flagging  at  East  1/4  comer  of  section.  Iron  Pipe  measures  6.7'  out  of  ground.  (Bledsoe  Tapp  survey  to  the  west 
-  lathe  calls  pipe  “SE  Cor.  Binford  Prop.”)  Reference  surveys  for  Binford  Woods  Subdivision, 


